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British Medical Association. 
CURRENT NOTES. 


Certificates under the Workmen’s Compensation Act. 
In connexion with requests which are being made to 
members of honorary or paid medical staffs of voluntary 
hospitals to furnish certificates, etc., under the Workmen’s 
Compensation Act, the Hospitals Committee of the Asso- 
ciation wishes to call the attention of those concerned to 
the following decisions of the Representative Body: 


(i) That the furnishing of certificates in cases of injury to 
workmen is no part of the duty of members of the honorary 
or paid medical staffs of voluntary hospitals. 

(ii) That a certificate of attendance of a workman at hos- 
pital, containing no information as to the nature of the case, 
should not be regarded as a medical certificate. se 

(iii) That any medical certificate expressing an opinion as 
to the fitness or unfitness of a patient to follow his employ- 
ment, or any report on such cases, under the Workmen’s 
Compensation Act, given by any member of the staff of a 
voluntary hospital, whether honorary or paid, should be 
paid for, and the fee should be received by the medical 

ractitioner who signs the certificate. The minimum fee 
or a certificate should be 2s. 6d. : 

(iv) That in the case of all medical reports under the 
Workmen’s Compensation Act, given by the members of 
the staffs of voluntary hospitals, whether honorary or paid, 
the fee should not be lessthan£l1ls. 

(v) That in the case of all initial examinations with report 
under the Workmen’s Compensation Act, given by a practi- 
tioner not as a member of the staff of any voluntary 
hospital, the fee should be not less than 10s. 6d. 


The Solicitor’s opinion in this matter, briefly stated, is, 
that if the employer sends an employee to a doctor with a 
definite request for a certificate in connexion with a claim 
for compensation he, the employer, is liable for the fee for 
such certificate; that it is better to insist on a written 
request from the employer; and that in the absence of 
such written request, the doctor should explain to the 
workman that he, the workman, is personally responsible 
for the fee. 


Association Notices. 
REPRESENTATIVE BODY, 1919-20. 
NOTICE is hereby given to all concerned that pursuant 
to authority delegated by the Council in that behalf, the 
Organization Committee, on consideration of the member- 
ship figures contained in the Annual List of Members, 1919, 
has decided that the Constituenc/es for election of the 
Representative Body, 1919-20, under By-law 33 of the 
Association, shall be the same as for 1918-19, with the 
exception that the Caithness and Sutherland, Islands and 
Ross and Cromarty Divisions shall together form an inde- 
pendent Constituency, and the Inverness Division an in- 

dependent Constituency. 

Under By-law 35, the Representatives and Deputy- 
Representatives for 1919-20 must be elected not 
later than June 26th, and their names notified to the 
Medical Secretary not later than July 3rd, 1919. 


The Council draws the special attention of all con- 
cerned to the fact that it is entirely within the discretion 
of the Constituency to decide whether the election of its 
Representative(s), Deputy-Representative(s), or both, shall 
be carried out by general meeting of the Constituency or 
by postal vote. 

Honorary Secretaries who have not yet forwarded to the 
Head Office the names and addresses, and dates of elec- 
tion, of the Representatives and Deputy-Representatives 
appointed by their Constituencies, are requested to for- 
ward these particulars to the Medical Secretary as soon as 
possible. 


ANNUAL REPRESENTATIVE MEETING, 1919. 


The Annual Representative Meeting of the Association 
will be held in the Connaught Rooms, Great Queen Streeé, 
ms W.C.2, commencing on Thursday, July 24th, at 

a.m, nik 

The Provisional Agenda was published in the SUPPLE- 
MENT of May 3rd, 10th and 24th, 1919. 


ANNUAL CONFERENCE OF SECRETARIES. 


The Annual Conference of Honorary Secretaries of 
Divisions and Branches of the Association will be held at 
429, Strand, W.C,2, on the afternoon of Wednesday, July 
25rd, 1919. Particulars will be announced later. 

Honorary Secretaries are hereby invited to give notice 
of matters they desire should receive the attention of the 
Conference. 

The Council reminds all concerned that, as in the case of 
members of the Representative Body, Council, and Com- 
mittees attending meetings of those bodies, the first-class 
travelling expenses within the United Kingdom of Hono- 
rary Secretaries attending the Annual Conference of 
Secretaries are payable from the central funds of the 
Association. 


ELECTION OF COUNCIL, SESSION 1919-20. 


Nortce is hereby given that the following have been duly 
elected members of the Council for tlie 1919-20 Session : 


BRANCHES IN THE UNITED KINGDOM. 
England. 

North of England, North Lancashire, and South Westmorland 
Branches: Professor R. A. Bolam, M.D., Newcastle-on-Tyne. 

Yorkshire Branch : Arthur Manknell, M.B., Bradford. 

Lancashire and Cheshire Branch:. Sir James Barr, M.D., 
F.R.C.P., Liverpool. 

East York and North Lincoln and Midland Branches: G. K. 
Smiley, M.B., Derby. 

Cambridge and Huntingdon, East Anglian, and South Midland 
Branches: E. O. Turner, M.B., Great Missenden, Bucks. 

and Staffordshire Branches : E. Noél Nason, M.D., 
uneaton. 

North Wales, Shropshire and Mid Wales, and South Wales and 
 dimeaane Branches : W. B. Crawford Treasure, M.D., 
Cardiff. : 

aoe’ Counties Branch: Harold S. Beadles, M.R.C.S., 
L.R.C.P., 234, Barking Road, E. H. B. Brackenbury, M.R.C.S., 
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MEETINGS OF BRANCHES AND DIVISIONS, 


{JUNE 14, 1919 


Sir Bertrand 


J..R.C.P., 21, Quernmore Road, Stroud Green, N. 
W. McAdam 


Dawson, G.C.V.O., C.B., 32, Wimpole Street, W. 
Kccles, M.S., F.R.C.S., 124, Harley Street, W. 

Bath and Bristol, Gloucestershire, West Somerset, and Worcester- 
shire and Herefordshire Branches: Noreturn. : 

Dorset and West Hants, South-Western, and Wiltshire Branches: 
Russell Coombe, F.R.C.S., Exeter. 

Oxford and Reading and Southern Branches: D. A. Sheahan, 
M.D., Portsmouth. 

Kent, Surrey, and Sussex Branches: S. Morton Mackenzie, 
M.B., Dorking. 

Scotland. 

Aberdeen, Northern Counties, Dundee and Perth Branches : 
C. 8. Young, M.R.C.S., L.R.F.P.S8.Glas., Dundee. 

Edinburgh and Fife Branches : John Stevens, M.D., F.R.C.P.E., 
Edinburgh. 

Glasgow and West of Scotland Branch (Four City Divisions) : 
James R. Drever, M.B., Glasgow. aes 

Glasgow and West of Scotland ( Five County Divisions), Border 
Counties, and Stirling Branches: John Goff, M.D., Bothwell. 


Ireland. 
Connaught and South-Eastern of Ireland Branches : John Mills, 
M.B., Ballinasloe. 
Leinster Branch : Wm. Doolin, F.R.C.S.1., Dublin. 
Munster Branch : Joseph Giusani, M.D., Cork, 
Ulster Branch: R. J. Johnstone, F.R.C.8., Belfast. 


By Order of the Council, 


W. E. WARNE, 
Acting Financial Secretary and Business Manager. 


June 14th, 1919. 


. MEETING OF COUNCIL. 
Tue next Meeting of Council will be held on Wednesday, 
June 25th, in the Council Room, 429, Strand, London, 


W.C. 2.—By order, 
W. E. Warne, 
Acting Financial Secretary and Business Manager. 


June 5th, 1919. 


BRANCH AND DIVISION MEETINGS TO BE HELD 


DUNDEE Brancu.—Dr. R. C. Buist, Honorary Secretary 
(166, Nethergate, Dundee), gives notice that the annual meet- 
ing of the Branch will be held in University College, Dundee, 
on Wednesday, June 18th, at 5 p.m. Business: Election of 
oftice-bearers; agenda of the Annual Meeting. 
The Branch will meet for dinner in the Royal Hotel, Dundee, 
at 7 p.m., after the Branch meeting, when Dr. H.C. Colman 
will preside. The co-operation of the neighbouring Branches 
is hoped for, and members may invite private guests, including 
ladies. The dinner fee is 5s.—morning dress. 


East YORK AND NORTH LINCOLN BRANCH: East YORKSHIRE 
Division.—Dr. H. L. Evans, Honorary Secretary (101, Prince’s 
Avenue, Hull), gives notice that the annual meeting of the 
Division will be held in the Board Room of the Hull Royal 
Infirmary, on Friday, June 20th, at 8.15 p.m. . Business: Annual 
report, financial statement, election of officers, etc. 


EDINBURGH BRANCH.—The annual meeting of the Edinburgh 
Branch will be held in the hall of the Royal College of Phy- 
sicians, 9, Queen Street, Edinburgh, on Tuesday, June 24th, at 
4 p.m: Business: Report of Branch Council; treasurer’s 
financial statement; election of office-bearers for 1919-20; 
election to annual vacancy on the board of management of the 
Queen Mary Nursing Home; questions arising from the ter- 
mination of the war emergency ; proceedings of Scottish Com- 
mittee, including consideration of scale of fees to medical prac- 
titioners under the Midwives (Scotland) Act. Scottish Board of 
Health Bill: (1) Report of action initiated by Branch Council; 
(2) formation of Scottish Ministry of Health Committee. 
National Insurance: (1) Report of Insurance Acts Committee 
and Memorandum of Insurance Commissioners; (2) expected 
early introduction by Government of a bill to raise the income 
limit for non-manual workers from £160 to £250. Annual 
report of Council and Annual i arp Meeting. Any 
other competent business. ‘Tea will be served at 3.45. 


KENT BrancH.—Dr. E. A. Starling, Honorary Secretary 
(Chillingworth House, Tunbridge — gives notice that the 
sixth annual meeting of the Branch will be held on Wednesday, 
June 18th, in the Rochester, Chatham, and Gillingham Division. 
The President-elect, Mr. Godfrey Taunton (Chatham), kindly in- 
vites members to luncheon at the Mayor’s Parlour, Town Hall, 
Chatham, at 1 p.m. (There will be standing room for many 
cars at the side of the Town Hall.) At 2 o’clock the members 
will be conducted over the ons by invitation of Rear- 
Admiral Sir W. Goodenough, K.C.B. Tea will be provided at 
t» e Town Hall, by the inviting Division, at 4p.m. At 4.30 the 
annual business meeting will be held in the Council Chamber, 
‘own Hall, Chatham. Business: Report of the election of 
officers, annual report and financial statement, appointment of 
auditors, other business. Mr. Godfrey Taunton, will read a 
paper on ‘‘ Chronic Intestinal Stasis in Children.””’ The annual 
dinner ‘will: be held at the Bull Hotel, Rochester, at 6.30 p.m. 
(Tickets, 78. 6d. each.) Wine will be provided by the local 
members. 


LEINSTER BrancH.—Mr. W. Doolin, F.R.C.8.I. (50, Fitz, 
william Square, Dublin), gives notice that the ‘annual meetin 
of the Leinster Branch will be held in the Irish Offices of the 
Association, 16, South Frederick Street, Dublin, on Friday 
June 20th, at 5 p.m., to be followed by meetings of the Dublin 
and East Leinster Divisions. 


METROPOLITAN CoUNTIES BRANCH.—A meeting of the Branch 
will be held at the Marylebone Presbyterian Church House, 
Upper George Street, Edgware Road, W.1, on Tuesday, June 
17th, at 4 o’clock, to consider the documents circulated to the 
profession by the Insurance Commissioners and the Insurance 
Acts Committee (M, 25). Discussion will be directed to the 
answering of the following questions, which will be put to the 
vote by the president of the Branch, Dr. M.G. Biggs: 

1. Do you approve of the proposed alteration of the income limit foy 
non-manual workers ? 

2. Do you approveof the provision of additional services (consultant, 
specialist, laboratory, nursix g) for insured persons ? 

3. Do you approve of these additional services being made availabld 
for other than insured persons ? 3 

4. Do you approve that such additional services should be contingent: 
upon an extension of the provision of domiciliary treatment by 
genera! practitioners to these non-insured persons. 
Non-members are invited to attend, and will be admitted on 

resentation of visiting cards. Mr. N. Bishop Harman and 

aptain Wilfred Kingdon, R.A.M.C. (Honorary Secretaries), give; 
notice that the annual general meeting of the Branch will bei 


held at 429, Strand, W.C.2, on Thursday, June 26th, at 4.30 p.m, ; 


The business will be: (1) Report of scrutineers as to the election. 
of new officers. 


tion of a certain rale. (4) President’s Address: Mr. W. McAdam: 
Eccles, ‘‘ Reconstruction in Medical Education.” 


OXFORD AND READING BRANCH.—The annual meeting of the 
Branch will be held at Oxford on Tuesday, July lst. It has 
been arranged that the meeting should be entirely of a clinical 
character, and members wishing to show cases or read papers 
should communicate with Sir William Osler, 13, Norham 
Gardens, Oxford. 


SURREY BRANCH.—Dr. A. E. Evans, Honorary Secretary 
(Eastcroft, Gloucester Road, Kingston Hill), gives notice that 
the sixth annual meeting of the Surrey Branch will be held,.: by 
invitation of the Croydon Division, on Wednesday, June 18th, 
at the Croydon Town Hall. The members will meet at luncheon 
at the Greyhound Hotel, at 1.15. There will be an excursion in 
the afternoon to Warlingham Mental Hospital, when the 
members will be the guests of Dr. E.S. Pasmore. The annual 
dinner will be held at the Greyhound Hotel at 6.30 p.m, 
Charge, 7s. 6d. Wines will be provided by the Croydon. 
Division. 

SOUTHERN BRANCH: PorRTSMOUTH Dtvision.—Dr. J. Hi 
Frederick Way (151, Victoria Road North, Southsea) gives 
notice that the annual meeting of the Division will be held at 
the Medical Library, Southsea, on Thursday, June 19th, at 
4p.m. Business: Annual report, financial statement, election 
of officers, Annual Representative Meeting, general business. 


Meetings of Branches and Divisions. 


DORSET AND WEST HANTS BRANCH. . 
THE annual meeting of the Branch was held at Bournemouth 
on May 2lst. The report of the Branch Council for 1918 was pre- 
sented, showing an increase of membership of thirteen, and on. 
the financial side a balance in hand of £25 3s.1d. Rule 14of 
the Branch, requiring candidates for election to the Association 
to furnish a certificate signed by two members of the Associas, 
tion, was repealed. 

Election of Officers.—The election was announced of— 

President: Dr. E. Kaye Le Fleming. Vice-Presidents: Dr. A. D. 
Edwards (Bournemouth), and Dr. J. E. Robinson (Dorchester). 
Honorary Secretaries: Dr. F. Fowler and Dr. P. A. Ross. 

Presidential Address.—The President-Elect then took the chair, 
and, after proposing a vote of thanks to Dr. H. Simmons, the 
retiring president, delivered an address entitled ‘‘ lhe organiza- 
tion of the profession.”” The following resolutions were carried 
unanimously: 

1, That in pursuance of the line of action indicated in the address 

all local members of the profession be in future invited to attend 
meetings of the Branch. 

2. That the address be printed and circulated to all local members. 

of the profession. ° 

Summer Meeting.—It was decided to hold the summer meeting 

at Wimborne. 


SussEX BRANCH: HoRsSHAM DIVISION. 


THE annual meeting-of the Division was held on June 5th. The 

Chairman (Mr. VERNON) formally announced the death of the 

late Secretary, Captain A. C. yoy! M.C., and a letter convey- 

ing the universal sorrow of the Division at the great loss 

sustained by his death was sent to Captain Sturdy’s family. 
The following officers were elected for the ensuing year : 


Chairman: Mr. M. H. H. Vernon. Vice-Chairman: Mr._ 8. P. 
Matthews. Secretary (until other arrangements can be made): Mr. 
M.H.H. Vernon. Representative on Branch Council: Mr. J. Boxal. 
wa in Representative Body: Dr. H. J. Milbank-Smith 

Vorthing), 


2) The annual reports of Council and of: 
representatives of the Branch on the Central Council. (3)-Altera-: 
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OXFORD AND READING BRANCH. 
Oxford and Reading Branch Council was held 
A MEETING of oe ihe Great Western Hotel, Reading. It was 
pe ed that matters affecting the policy and organization of the 
yor iation were best dealt with by the constituent Divisions, 
and that the annual Branch meeting, to be held at Oxford on 
July 1st, should be entirely of a clinical character. : 
embers of the Oxford and Reading Divisions who wish to 
show cases or read fa ers should communicate at once with 
Sir William Osler, 15, Norham Gardens, Oxford. 


INSURANCE. 


MEETINGS OF THE PROFESSION. 
OXFORD. 


‘ERAL meeting of the medical profession in the Oxford 
Division was held at the Radcliffe Infirmary, on May 29th, with 
Dr. H. E. CoOUNSELL in the chair. Colonel W. COLLIER asked 

rmission to bring forward a petition urging the Government 
to maintain the restrictions placed upon the sale of intoxicating 
liquor, for the reasons given in his letter —— in the 
JouRNAL of June 7th. The petition was signed by all present. 

Dr. E. W. M. Hiaas put forward the following as the two 


. chief matters for discussion; The application for a grant for 


1918 in respect of the increased cost of. living for. all insurance 
practitioners irrespective of the amount of their incomes; and 
the proposal to raise the income limit for insured persons from 
£160 to £250 per annum. After full discussion, in which 
Drs. JONES, SUSMAN, LARKING, GILFORD, YELF, HODGEs, and 
Golonel BROOKS took part, it was decided by 17 votes to 4 to 
adopt the following resolution, which had been unanimously 
passed by the Reading Local and Medical: Panel Committee: 


to the depreciation in the value of money, the income 
to 2250, provided that the capitation fee, which 

- is now for the same reason inadequate, be increased at least in 

proportion. 

The CHAIRMAN then read the proposals on p. 16 of Document 
M.25, issued by the Insurance Acts Committee. It was resolved 
not to agree to payments for special services being made a 
first charge on the pool. While in favour of the enlargement 
of panel work, the meeting objected to payment for this out of 
the pool ; such charges, in its opinion, should be borne by the 
State. The meeting recorded its disagreement with para- 
graph 9, but unanimously agreed to the remainder of the 
summary and recommendations on p.16. 


‘WANDSWORTH. 

_A meeting, arranged by the Executive Committee of the 
Wandsworth Division, to which the whole of the medical 
profession resident in the boroughs of Wandsworth and Batter- 
sea were invited, was held on June 4th at Clapham Junction; 
Dr. STEEDMAN, Chairman of the Wandsworth Division, pre- 
sided. In order to focus discussion it was agreed that the 
following questions should be put: ; ; 


1, Do youapprove of the proposed alteration of the income limit for 
non-manual workers ? 

2. Do you approve of the provision of additional services (con- 
sultant, specialist, laboratory and nursing) for insured persons under 
the suggested conditions as set outin the memorandum accompanying 
M. 25? 


3. Do you approve of these additional services being made available 

for other than insured persons? - 

uestion 1 was answered in the negative; if was thought that 
the £160 income limit now represented the £100 limit suggested 
by the British Medical Association during discussions of the 
Insurance Act in 1912. It was also considered a great injustice 
that manual workers earning two, three, or four hundred a 
year were entitled to medical service under the Act. 
" Question 2 was answered in the negative. The proposed 
intervention of a referee between practitioner and consultant 
was resented, as was also the suggested penalizing of the prac- 
titioner if a committee thought he called ina consultant too 
frequently. One speaker related that when he was studying at 
a post-graduate clinic in Berlin in 1905, his German fellow- 
students asked him in what special branch of medicine or 
surgery he intended to practise when he returned home. On 
his replying that he intended to practise as a general prac- 
titioner, they—thinking the panel service existed in England as 
in Berlin—said: ‘‘ We cannot imagine why you have come 
here, because in Berlin the general practitioner (that is, panel 
practitioner) requires only the minimum of knowledge; any 
cases in which set is the slightest doubt we send to the dis- 
trict consultant, who diagnoses the case and prescribes the 
treatment.’’ The narrator of the story thought that a system 
like this could only result in the lowering of the efficiency and 
status of the medical profession. : 

Question 3 was answered in the negative. It was thought 
that this could only lead to a national medical service for all, 
and the non-panel practitioners considered that most of these 
services were at present available through the voluntary 
hospitals and district nursing associations. 


HORSHAM. 

At the annual meeting of the Horsham Division held on 
June 5th, when Mr. VERNON was in the chair, it was resolved 
that the chargés for contract attendance should in future be 
at the rate of 12s. yearly for adults and 8s. for children, and that 
practitioners in the area be recommended to adopt this scale in 


future; that the fee for giving anaesthetics to soldiers recom- 


mended for dental treatment should be not less than 10s. 6d. 
After careful discussion of the Memorandum and the Report 
M.25issued by the Association, the meeting approved of the report 
(M.25) on revision of conditions of service, but regretted that no : 
mention was made of the provision of dental treatment. It 
was decided to instruct the representative of the Division 
accordingly. 
SHEFFIELD. 
A meeting of the medical profession in Sheffield, convene: 
by the Sheffield Division, was held on June 5th, to consider the 
roposed revision of the terms of service under the National 
nsurance Acts. Dr. FORBES, chairman of the Sheffield Panel. 
Committee, presided. wt 
, Document M. 25 was discussed in detail, and the recommenda- 
tions contained therein were approved, the one exception being 
In regard to the suggested limit to practitioners’ lists. On this 
point an amendment was adopted on the motion of Dr. MYLAN, 
seconded by Alderman HARGREAVES, advising that the limit be 
2,500. The opinion was strongly expressed, however, that 
whatever figure be determined on, this should be subject to 
revision in the event of an increase of the insured population. 


GENERAL COUNCIL 


MEDICAL EDUCATION AND REGISTRATION. 


SUMMER SESSION, 1919. 


DentaL Practice sy Unguatirrep Persons. 
Discussion on the Report of the Departmental 
Committee. 

On May 31st the Council considered certain recom- 
mendations from its Dental Education and Examination 
Committee on the recently issued report of..the Committee 
appointed by the Lord President to inquire into the extent 
and gravity of the evils of dental practice by persons not 
qualified under the Dentists Act. In the absence of the 
President, Sir Norman Moore presided. 

Sir Cuartes Tomes said that the findings of the Depart- 
mental Committee would affect the constitution and, pro- 
cedure of the General Medical Council, and_ possibly also 
its finances. The formation of the Committee was. a. 
direct outcome of the representations made-by the Council 
to the Lord President. The Council had advocated the 
total prohibition of unqualified dental practice, and it was: 
a very important point that the Committee, half of whose 
membership was lay, should have adopted .that principle. 
The bill which preceded the Act of 1858, when first 
introduced, simply prohibited practice by unregistered’ 
persons, but in the course of its. delayed passage 
through Parliament the prohibition was modified into a 
prohibition of title. Now for the first time it was recog- 
nized that prohibition of practice was the essential thing. 
{t was no secret that when the Departmental Committee 
began its labours those composing it were by no means all 
in favour of prohibition of practice, but they were brought 
round to that view by the evidence which they heard, and 
eventually adopted it unanimously. Prohibition of practice 
instead of mere prohibition of title had been adopted by a 
large number of our colonies and possessions, and by some 
foreign countries, and the measure had proved effective 
and capable of enforcement. It was felt, however, that 
Parliament could not be asked to prohibit practice unless, 
somehow or other, a sufficient number of recognized per- 
sons to meet the needs of the population were to be found. 
That number did not exist in the dental profession. The 
uumber of qualified dentists was insufficient, and was not 
growing rapidly, the entry of freshly qualified men little 
more than replacing the deaths. Moreover, it was felt that 
the numbers could not be expected to increase rapidly 
unless the conditions of practice were made more attrac- 
tive. In the meantime the Departmental Committee con- 
sidered that there was no way by which an adequate 
number of dental practitioners could be speedily found 
other than by recognition of the more experienced of those 
practising without registration. It was suggested that 
five years’ bona fide practice prior to the issue of the report: 
should be prima facie title for admission to the Register. 
Sir Charles Tomes concluded by moving a recommendation 
on this point. ; ‘ 

A long discussion on the form of words to be adopted 
then took place, several speakers desiring that the Council 
should not seem to lend itself by any verbal ambiguity to- 


the recognition of unqualified practice. Ultimately, after’ 
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one or two amendments had been lost, the following form 
of words, slightly different from what was. originally 
proposed by the Council’s Dental Committee, was 
adopted : 


That the Council should express its approval of the main 
general principle of the report—namely, that the practice of 
dentistry by unregistered persons be totally prohibited. Con- 
ditional on such probibition being adopted, certain unregis- 
tered persons engaged in practice prior to the publication of 
the report (February, 1919), who fulfil certain conditions laid 
down in the report, should be admitted to registration. 

Sir Cuartes Tomes then went on to refer to the omis- 
sion. from the report of an age limit below which the five 
years’ bona fide practice should not be permitted to count. 
The rectification of that omission seemed very important 
te his committee, and therefore he proposed, and Mr. 
Hopspon seconded, a recommendation embodying the view 
that the five years’ bona fide practice should be subsequent 
to the attainment of twenty-one years of age, and that a 
corresponding limit as to age be applicable to those who 
had been in practice less than five years,.and who were to 
be subject to a test examination; also that a corresponding 
age limit be required in the case of dental mechanics, for 


whom: special provision was made in the report. This was — 


agreed to. 
Sir CHartes Tomes moved another recommendation, 
expressing the view that a panel of examiners should be 
nominated by the Dental Licensing Bodies, as they alone 
had experience of the conduct of examinations in dentistry. 
From this panel examiners should be selected by a con- 
stituted authority to conduct the special examinations 
in question. The Departmental Committee had con- 


sidered’ whether there should be an examination of all 


persons applying for registration (that is, those who had 
been in bona fide practice for five years), but the sug- 
estion was not adopted, chiefly because of the extreme 
ulty of dealing with such a large number of persons 
as would come forward at once for examination. The 
Ceuncil’s committee thought that something should be 
said on the constitution of the examining panel. The 
words “constituted authority to conduct the special 
examinations” were purposely put in in view of the 
possibility that other constituted bodies than the Dental 
Licensing Bodies might be brought in. 

Sir ArnrHur CHANGE, in seconding, said that the selection 
of examiners from one large panel to cover the United 
Kingdom would make for the uniformity of standard it 
was desirable to secure. 

This recommendation was agreed to, as was a further 
recommendation to approve the formation and proposed 
constitution of an ad hoc committee to conduct the inquiry 
into claims for initial registration. Sir Cuartes Tomes 
said that to this ad hoc committee, according to the 
Departmental Committee's recommendations, the General 
Medical Council was to nominate three members and the 
Privy Council four, one of these four to be the chairman, 
who was to be a layman. This proposal of a lay chairman 
was due to the feeling that if a profession was to be given 
anything like a monopoly the public had the right to some 
representation. on its governing bodies or working com- 
mittees; that point of view was strongly urged by some 
of the witnesses who appeared before the Departmental 
Committee. Possibly not all the members of the General 
Medical Council were aware that under the terms of the 
Act laymen could be members of their body, though no 
jayinan: had as yet been appointed. 

Dr. Lanctry Browne said that a mixed committee was 
not desirable, and moved an amendment which would have 
had the effect of making it a purely professional body, but 
he withdrew the amendment after Mr. Hopspon had 
pointed out that this was purely a temporary committee 
to examine claims, and would cease to exist when the 
period allowed for applications for registration had 
expired. 

Sir Cuartes Tomes moved a further recommendation 
relating to titles to be used by persons on the Dental 
Register. He said that whatever regulations were laid 
down the public would always stick to certain familiar 
designations. It did not appear practicable to the 
Departmental Committee or to the Dental Committee of 
the Council to preclude the men who were to be registered 
in respect of practice from using the title “dentist” or 
“dental practitioner”; the latter was a title which un- 
registered persons had not been permitted to use. All 


other titles, however, were precluded so far as those 
registered in respect of practice were concerned, and it 
was thought reasonable to reserve expressly the title 
“surgeon dentist” or “dental surgeon” to those. who 
possessed a registrable licence or diploma. 

Dr. MaGennis moved an amendment excluding thg 
description “dentist” from the titles of these newly 
registered persons, while permitting them the use of the 
term “dental practitioner.” Dr. J. A. Macponatp, jy 
seconding, said that the less liberty that was given to — 
these unqualified persons the better.. Dr. Mackay, on the 
other hand, thought that any man put on the Register — 
should be allowed to use the same title as his neighbour _ 
on the Legister. Mr. Bartine also foresaw difficulties 
arising out of a differentiation of titles among registered, 
men. Dr. Lancnry Browne remarked that doctors on the 
Register were not specially differentiated. Sir ArTuuR. 
Cuance thought that the balance must be fairly neat 
between the concessions it was necessary to make. in order 
to secure the desired legislation and the just claims of the. 
men who were duly qualified. it was quite. futile: to 
oppose the granting of the term “ dentist” to these men, : 
but, on the other hand, the term “ dental surgeon ” should: | 
be reserved for those duly qualified. Sir Francis CHAMPNEYs | 
instanced the parallel case of the midwives. Sir CHartgs. 
Tomes said that on the Departmental Committee the repre-. 
sentatives of the unregistered men did not themselves’ 
object to a distinction being made, though, of course, they! 
could not pledge their “ constituencies.” ‘The oviginal- 
saggestion of the Council was that these unqualified . 
persons in practice should be placed on a special roll, 
and that suggestion appeared in the terms of reference ‘of 
the Departmental Committee, but it was not adopted. 

The amendment limiting the use of the term “ dentist” . 
to those possessed of a registrable licence or diploma was’ 
lost by a large majority. Dr. Mackay thereupon moved, 
another amendment deleting the reservation as to the 
titles of “surgeon-dentist” or ‘dental surgeon.” -Mr.- 
Baruine seconded, while expressing his sympathy with’ 
the men who were registered by examination. Dr. J. A.’ 
MacponaLp said that one of the great purposes of the 
Council was to prevent unqualitied practice, and while 
they were forced by circumstances to admit certain men’ 
to the Register in respect of practice, it was necessary to 
do justice to those others who had spent years and money 
upon getting their qualifications. Sir Joun Moore thought 
the original recommendation a reasonable compromise. 
Mr. Pyg-Sairu thought that the amendment went too far, 
but that the distinctions might be expressed by the use or: 
non use of letters after the name. The amendment was 
lost, and it was agreed that the Council should express the 
opinion : 

That, while the title ‘“‘dentist’’ or “dental practitioner” 
may be used by all those upon the Register, the restrictions 
suggested in the report as to the use of ef other title whatever 
by those who are registered in respect ef practice only should. 
be enforced under penalty; and that the title of ‘ surgeon- 
dentist”’ or ‘‘ dental surgeon ”’ should be expressly reserved for 
those who possess a registrable licence or diploma in dentistry 
or dental surgery. 

Sir Cartes Tomes moved the approval of the sugges- 
tion that a statutory board under the Council be estab- 
lished for the control of the dental profession, with the 
conditional right of appeal to the Council. This was a. 
permanent committee to which it-was proposed to transfer 
certain functions exercised by the Council. It would not 
only inquire into cases, as the Dental Committee did at 
present, but would adjudicate upon them, and the‘ person 
affected would have the right of appeal to the Council sub- 
ject to the Council granting leave. The board would 
consist of three members of the Council, five direct repre- 
sentatives elected by the dentists on the new register, and 
three nominees of the Privy Council, of whom two should 
be laymen. 

Sir JENNER VERRALL did_ not believe that the new 
arrangement would expedite business. The Council would 
have to review the cases on appeal by the aggrieved 
persons, and then, on granting leave to appeal, would have 
to go through the cases again. He also objected to 
adjudication by a small statutory committee, and would 
also object when the proposal arose (as it would if this 
were carried) to deal with charges against doctors in the 
same way. He moved that the functions of the Committee 
should be limited to ascertaining the facts of the case, and 
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NAVAL AND MILITARY APPOINTMENTS. 


‘that the ultimate decision should rest with the Council ; in 
fact, that the present procedure should be retained. The 


amendment was lost, and the original recommendation, 


‘slightly revised as the result of an amendment by Dr. 


Russell Wells, was carried as follows: 


That the Council approve the suggestion that a statutory 
board under the Council should be established for the con- 
trol of the dental profession, the General Medical Council 
having the right to hear an appeal should it see fit to do so. 


It was further decided that the Council was not in a posi- 


tion to give effect to its previous resolution in favour of 
definite dental representation upon its own body, until it 
was known what steps would be taken to give effect to the 
recommendations of the Committee. 

Sir CHarLES moved a recommendation approving 
the principle of an annual licensing fee being paid by regis- 
tered dentists. This was a step further than the Council 
had ever gone before. One of the arguments in favour of 
the course was that it would compel an annual revision 
of the Register. A great many professions had an annual 
licensing fee. 

Dr. Latimer objected to the principle applied toa branch 


‘of the healing art, and foresaw that it would follow 


logically in the case of medical men. 

The recommendation was lost on a show of hands by 
7 votes to 13, and on a vote by roll call 9 voted in favour 
and 14 against. 

Sir Cuartes Tomes moved a recommendation that a 
satisfactory dental curriculum could be framed on the 
basis of the suggestions set forth in the report of the 
Departmental Committee. A nominal reduction in the 
curriculum was recommended from four years to three. 
but coupled with this it was proposed that the preliminary 
subjects of chemistry, physics, and or should be rele- 
gated to the period of secondary school education. Dr. 
Mackay said that the proposal tor a three years’ course 
did not stand alone; along with it went the proposal that 
the preliminary examination should be of a higher standard 
and taken by youths not under 17. 

The recommendatien was agreed to. 

Sir Cuaries Tomes moved a further recommendation in 
which strong objection was taken to the creation of a 
special class of “managers” of: dental companies who 
would not be registered dentists. He said that the Council 
in 1907 did not succeed in its attempt to obtain legislative 


prohibition of the practice of medicine and dentistry by- 


limited liability companies, which offered a means of 
evading the provisions of the law. When this matter 


_ came before the Departmental Committee the suggestion 


that there should be entire prohibition of dental practice 
by companies was the subject of along discussion. The 
difficulty was urged of laying it down that companies 
should not do this thing while they were allowed to do 
everything else. It was recommended in the end that 
dental companies should be controlled, and that all 
members of the operating and managing staffs should be 
required to be registered dentists. There was, however, 
a weakening provision that directors or managers who had 
acted in that capacity for five years before the date of the 
report should continue to act in that capacity, and be put 
upon a special list in the Register which would not confer 
the right to practise as dentists. It was against this that 
the recommendation was aimed. Dr. Macponaip thought 
that the recommendation appeared to give approval by 
inference to dental companies, but Sir CHartes Tomes 
said that this was not so. 

The recommendation was adopted, as was a recom- 
mendation welcoming legislation for providing for 
reciprocity of recognition with the Dominions and foreign 
countries, and another requesting the Lord President to 
afford the Council the opportunity of considering at an 
early stage any legislative proposals which the Govern- 
ment might contemplate for giving effect to the recom- 
mendations of the report. ; 

The discussion on the whole subject occupied the Council 
for more than three hours. i, 


DISCIPLINARY CASE. 
Misleading Application and Testimonial. 

The Council further considered the case of Isaac Bernard 
Barclay, M.R.C.S8., L.R.C.P., D.P.H., who had been sum- 
moned at the November session on the charge of having 
falsely stated in his form of application for the post of 
tuberculosis oficer to the Derbyshire County Council that 


he had held certain resident appointments, and of havin 

submitted to the Tuberculosis Committee of that Counci 
a printed copy of a testimonial falsified in a material par. 
ticular. The case was first dealt with on November 28th 
last (SUPPLEMENT, December 7th, 1918, p. 88), when the 
Council decided that Dr. Barclay was guilty of the facts 
alleged against him, but suspended its judgement. 

Dr. Barclay now appeared, together with his counsel, 
Mr. Clemeng Davies, and produced letters from three 
medical men in the neighbourhood of Chatteris, Hunts 
(where since the first hearing he had taken a practice), 
testifying to his uprightness during the period they had 
known him; and his counsel expressed the defendant’s 
great regret for the acts of which he bad been found 
guilty, and which had brought upon him a doyble measure 
of shame in that he had had to part at a considerable 
monetary sacrifice from his former practice at Lianelly. 

After the Council had discussed the case in private, the 
PRESIDENT announced its decision as-follows : 


Mr. Barclay : I have to announce to you that the Council has 
considered the statements that have been made on your behalf 
and the testimonials you have offered, and they have decided 
that they do not see fit to instruct the Registrar to erase from 
pe Medical Register your name. The case is accordingly at an 
end. 


The Council received in private a report by the Solicitor 
on the disciplinary powers ef licensing bodies in cases of 
erasure from the Medical Register. 


Naval and Military Appointments. 
ROYAL NAVAL MEDICAL SERVICE. 

THE following notifications are anvounced by the Admiralty: 
Surgeon Commander A. Maclean, D.8S.0., promoted to the rank of 
Surgeon Captain. Surgeon Commander P. M. May to Royal Naval 
College and Hospital School. Greenwich. Surgeon Lieutenant Com- 
manders H. B. Hill to the Medical Department, Admiralty; M. C. 
Masson to the Revenge, W. H. Edgar to the Sandhurst. Surgeon 
Lieutenant R. R. Pierce to the Dauntless, Surgeon Lieutenants (tem- 
porary) J. Kirker to the Argonaut, F. Gray to the Silvio, J. E. BR. Ross 
to the Prince George, G. B. Lowe to the Pembreke, additional, for 
Royal Naval Barracks, Chatham; C. C. Cotter to the Royal Naval 
Hospital, Haslar, 


- 


ARMY MEDICAL SERVICE. 
Temporary Colonel C. 8. Ryan, C.B., C.M.G., relinquishes his 
commission. 
Temporary Colonel D. W. Carmalt-Jones (Captain R.A.M.C., T.F,) 
relinquishes his temporary commission on reposting. 


Temporary Colonel Forbes Fraser relinquishes his commission and ~ 


retains the rank of Colonel. 


AnMy MEDICAL Corps. 

- Temporary Lieut.-Colonel and Brevet ‘Colonel William L’E. Eames, 
C.B. (Lieut.-Colonel A.A.M.C.), relinquishes his temporary commissio. 

Temporary Lieut.-Colonel Archibald M. H. Gray (Major RAMC, 
T.F.) relinquishes his temporary commission on reposting. 

Lieut.-Colonel J. A. Hartigan, C.M.G., D.S.O., to be acting Colonel 
whilst specially employed. 

Majors C. T. Edmunds, D.S.0., and W. J. Weston, D.S.0O., relinquish 
the acting rank of Lieut.-Colonel on reposting. . 

The following relinquish the temporary and acting rank of Lieut.- 
Colonel on reposting: Major and Brevet Lieut.-Colonels J. A, 
Anderson, C. W. Holden, Majors C. G. Thomson, D.S.0., T. E. Harty, 
D.S.O., Captain and Brevet Major J. A. Manifold, D.S.O. - 

Captains relinquish the acting rank of Major: E. Mathieson, R. H. 
Stevens, E. B. Sunderland, D. Cowin, L. D. Woods, W. de M. Peyton, 
W. C. Hallinan, M.C., J. Vallance (on reposting). - 

Temporary Captains to be acting Majors: A. E. Atkinson whilst 
commanding troops on a hospital ship; E.G. S. Cane and J. T. Grang 
whilst specially employed: F. 0. Tibbs. 

The notification in the London Gazette of May 9th, 1919, regarding 
Captain (acting Lieut.-Colonel) E. T. Burke, D.S.O., is cancelled. 

A. G. Mossop, late temporary Captain, is granted the rank of Captain. 

Temporary Lieutenants to be temporary Captains: W. M. Johnston, 
J.C. Bell, P. G. Beckett, J. M. H. Caldwell. 

The following officers relinquish their commissions:—Temporary 
Majors, and retain the rank of Major: Alic Phillips, T. W. Eden, 
G. E. Waugh, R. T. Meadows, D.S.O., E. H. T. Nash on ceasing to serve 
with the Lord Derby War Hospital, A. RK. Ferguson. Temporary 
Captain E. A. Gates, and is granted the rank of Lieut.-Colonel. Tem- 
porary Captains, and are granted the rank of Major: H. W. Scawin, 
A. A. Miller, R. T. Worthington, G. L. Keynes, E. B. Smith, B. Cox, H. 
Young, J. P. Duncan, F. N. Brown, A. E. Rayner (February 25th, 1919, 
substituted for notification in the London Gazette, May 1st, 1919), L. H. 
Guest, M.C., W. H. Hardy,.L. D. Woods, J, 8. Hall, D. I. Anderson, 
O.B.E., D. Murphy, F. T. Hill, R. A. P. Hill, A. J. Clayton (March 16th, 
1919, substituted for notification in the London Gazette, April 22nd, 
1919), James McDonnell, M.C. (March 26th, 1919, substituted for notifi- 
cation in the London Gazette, April 3th, 1919), J. F. M. Sloan, M.C. 
(March 28th, 1919, substituted for notification in the London Gazette, 
May 1st, 1919). Temporary Captains, and retain the rank of Captain: 
J. Thomarson, T. Jays, W. Stirling, D. C. Thomas, T. M. Sellar, 
W. W. Uttley. J. G. Thomson, E. P. Satchell, C. E. Jones-Phillipson. 
J. M. Smeaton, R. Richards, T. W. Sweetman, J. K. Small, J. Scott, 
T. L. Liewllyn. E. Allan, R. Stephens, H. F. W. Adams, GO. I. McLaren, 
T. H. Scott. G. C. Nielson, E. A. Pywell, W. O’Brien, G. C, Scantlebury, 
C. Averill, T. D. Graham, N. H. M. Burke, J. H. Jones, A. J. B. Leckie, 
the Hon. Lennox, H. Lindley, G. H. Mead, J. F. Findlay, J. H. Moir, 
M.C., J. K. M. Dickie, R. R. Duncan, G. Miller, H. 8. Dixon, 8. C. 
Wilkinson, S. C. Dyke, J. Fraser, D. E. Derry, M.C., H. J. Couchman, 
F. Challans, G. C. Belcher, D. Fleck. J. J. K. Pentony, A. W. G. 
Clark, C. Price-Jones, H. D. Duke, R. M. Coalbank, C. M. Brophy, 
M.C., J. Chisholm, G. H. Culverwell, J. G. Fox, K. L. Bates, 
A. Bremner, H. E. Battle, C. G. H. Moore, W. Cook, A, H. Birks, 
L. R. Lempriere, O.B.E., H. C. Colyer, A. S. Findlay, 8, 
McNaughton, H. M. Gilbertson, J. L. Williams, G. Arthur, H. E. My 
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1, A. H. Little, M. T. H. Mathewson, P. 
Macbonaid D Dennison, G. H. Kearney, H. E. 


J. Dible, C. BE. Wheeler 

worth ee Jones, W. J. Dunlop, G. A. 
8. D. Brid 
Fairfax, 


Thompson, =. i G. C. 
R. N. W. W. 


Gillies, F. Anderson, H. lL. Taylor, _, A. Pallant, D. Bo. M.C., 

Anderson, C. mS McCarthy, C. W. Budden, J. McGibbon, R. Wr 
Gemmell, G. F. C. Healy, C. A. R. G. BE. A. 
N. Grellier, M.C., G. B. McCaul, M.C., J. Good, . Lord, Ww. 
Ingram, H. M. Gillespie, M.C., G. ‘or Cc. E. 
J: B. Mackenzie, C. B. Pearson, Cc. J. Stanley, T. J. H. Hoskin, J. S. 
Webster, V. Townrow, G. P. G. Beckett, F. 8. Machin, 
Carey, W. G. R. Macauley, J. G. J. Campbeil, T. P. Young, 
hes E. David, M.C., G. = Brunton, G. A. Johnstone, W. Rotheram, 
Firth, D. Broderick (on ceasing ~ tL. with Whipps Cross War 
Sonpitelh J. A. Wood, A. B. Rosher, A. Evans, E. A. C. Swainson, A. B. 
(on ceasing to serve with the Home Hospitals Reserve). Tem- 

BE Noo honorary Captains and retain the honorary rauk of Captain: 
ae ne D.8.O., on ceasing to be in charge of Queen Alexandra’s 
Malo-les-Bains), Cc. G. = Wolf. Lieutenants and 

me + rank of Lieutenant: B. Morrison, J wa O. Eccles, P. C. 
Mac-Robert, O. Marriott, R. C. McLaughlin, © . Palmer, A. Bisset 
{March for notification in the Gazette, April 


th, 1919), H. W. Freer, N. 8. Twist. 
ROYAL AIR FORCE. 
MEDICAL BRANCH. 
Major A, W, Iredell to be Lieutenant-Colonel. 


Tran nsferred te the unemployed list : Major R. R. Fasson, Captains C. 


Webb. J. D. Bridger. 
Granted temporary ee :—As Captain: E.A. Lumley. As 
Lieutenants: J. Fanning, C. T. O'Neill. 
SPECIAL RESERVE OF OFFICERS. 
Army Megpicas. Corps. 


RoyaL 
Captain A. J. Gibson, D.S.O., relinquishes the acting rank of 


Lieutenant-Colonel 
Captain (acting Major) A. W. Russell, M.C., to draw the pay and 
allowances of his acting rank from September 18th, 1918, to January 
. 33th, 1919, inclusive. 
Captains the acting rank Major: W. Dunlop, 0.B.E., 
W. R. Blore, M.C., BR. Green, E. A. Wi 


Iso! 
Captain A. J. Beveridge to be acting Stites from February 16th to” 


April 27th, 1919. 

Captain *A. McA. Blackwood relinquishes his commission. 

Captain R. L. Portway relinquishes his commission on account of 
ill health contracted on active service, and retains the rank of 


GENERAL RESERVE OF OFFICERS. 
Army Corps. 


Major A. F. Heaton, on ceasing to be employed, is granted the rank 


of Lieutenant-Colonel. 


OVERSEAS CONTINGENTS. 
CANADIAN ARMY MEDIcAL SERVICE. 

To be D.D.M.S.: Temporary Colonel H. A. Chisholm, C.M.G., D.S. 
C.A.M.C., temporary Lieut.-Colonel F. C. Bell, C.A.M.C, 
Po be A.D .M.S : Pemporary Major R. M. Gorssline, D.8.0., C.A.M. 

To be D.A.D.MS. : Temporary Major R. M. Shaw, C.A.M. 
Temporary Captains: H. Coppinger, C.A.M.C., and K. H. 
Norman, C.A.M.C. 

Souts AFRIcaN Corp: 


'Femporary Colonel P. G. Stock, C.B 
his commission on reposting. 


vetains the rank of Captain. 


FORCE. 
AL ArMy Corps 
Lieut.-Colonel Colonel) E. A. Wraith. relinquishes 
his acting rank on vacating the appointment of A.D.M 8. 
Officers relinquish their acting rank on om to a sy 
employed: Majors (acting Lieut. ore cyt M. Ray, D.S.O., J. 
Riddett, G. Whyte, W. Duncan (March 29th ‘for 
notification in a ge Gazette, May 8th, 3919). Captain (acting 
Lieut. oe S. Doubble (March 16th, 1919—substituted for 
notification in the London Gazette, April ith. 1919). Captains (acting 
Majors) E. J. Boome, W. P. Ferguson (March 7th, 1919—substituted for 
in .the London Gazette, March 26th, 1919), A. A. Hingston, 
Thomson. W..V. Wood, M.C., BR. V. C. Ash, 
Captain (acting Major)S. R.R. Matthows relinquishes his acting rank 
on vacating the appointment of D.A.D.M-S. 
M. Coplans, [3.8.0., bes DA.DALS., and to be acting 
Major whilst so employed 
Captains (acting Majors) to be acting ray mig whilst 
A. C. Pearson, M.C., J. W. Craven, M.C., BR. A. 
Captain (acting tee W. Duncan to be Major and to 
retain his acting rank a employed. 
Captain (acting Major) F. J. relinquishes his commission 
_©n account of ili health contracted on active service. 
Captains O. Gleeson, J. K. Syms, and 8S. Rutherford relinquish their 
commissions on account of ill health contracted on active service and 


retain the rank of Captain. 
Lieutenant J. H. Churchill to be Captain. 
— London Sanitary Company.—Lieutenant G. M. Till to be 


2nd Londen General Hosnitat.—Captain H. F. Lancaster is seconded 


Edgecombe, S. Wiggles. 


A. Wylie, E. 


Oo. 
C. : 
an: 


{Colonel S.A M.C.), relinquishes 
Temporary Captain C, F. Be;ers relinquishes his commission and 


8rd London General Hospital. —Lieut.-Colonel WwW. Pasteur, 
is restored to the —— on ceasing to hold a temporary 
commission in the A.M.S. 

4th London General Hospital.—Captain (acting Lieutenant-Colonel) 
A. J. Jex-Blake relinquishes the acting rank of Lieutenant-Colonel, 
=F reverts to the acting rank of Major with precedence from Aprii 
15th, 1917, and remains seconded, November ly 1918. 

1st Scottish General Hospital.—Captain H. E. Smith is restored to 
the establishment. 

2nd Scottish General Hospital.—Major (acting Lieut.-Colonel) 
J.D. Comrie relinquishes his acting rank on ceasing to be specially 
employed, and remains seconded. 

Ist Southern General Hospital.—Captain (acting Major) F. D. Marsh, 
M.C.,, relinquishes his acting rank on ceasing to be specially employed, 
and remains seconded. 

2nd Southern General Hospital.—Captain A. R. Short is restored to 
the establishment. 


TERRITORIAL FORCE RESERVE. 
Royan MEDICAL Corps. 

Major J. G. Martin from attached to units other than medical units 
to be Major (December 17th, 1918, substituted for notification in the 
London Gazette, January 9th, 1919). 

The announcements regarding Lieut.-Colonel J. Young, Majors 
A. A. W. Merrick, LE. E. Dyer, J. H. Harris, and E. B. Waggett, D.S O., 
Captain (Brevet Major) W. J. Wilson, a J.J.8. a | Captain 
W. D. Carruthers, Captain (acting Major) J. G. Cooke, and in 
G. Scott, which appeared in the London Gazette of February = 
1918, January 2nd, 1919, December 3lst, 1918, January 9th and 18th, 1919, 
December 20th and December 17th, 1918, January 18th, 1919, and 
January 6th and January 9th, 1919, respectively are cancelled. 

The announcements regarding Major J. G. Martin in the London 
Gazette, January 9th and May 17th, 1919, are cancelled, 


- BIRTHS, MARRIAGES, AND DEATHS. 

The charge for inserting announcements of Births, Marriages, and 
Deaths is 6s., which sum should be forwarded with the notice 
notlater than the first post on Wednesday morning in order to 
ensure insertion in the current issue. 


MARRIAGES, 
Brooxs—RAtTcLiFF-GAYLARD.—On June 5th, at All Saints’ em 
Birkenhead, by the Rev. J. E. Woodward, M.A., Vicar of St. 
Paul’s, Birkenhead, and the Rev. A. E. Crowder, M. A., Vicar of 
the parish, Reginald Arthur Guernsey Brooks, elder son of Mr. 
and Mrs. Arthur Brooks of Adelaide House, Sandown, Isle of 
Wight, to Edith Alice Louise, only daughter of Dr. and Mrs, 
Ratcliff-Gaylard of Clifton Park, Birkenhead. 
GAUNTLETT—GERRARD.—At the Barclay Church, Edinburgh, on June 
Ath, by the Kev. R. Sangster Anderson, D. D.. assi the Rev. 
J. A. Hughes, M.A., The Rectory, North Berwick, Eric Gerald 
Gauntlett, D.8.0., M.B., F.R.C.8., of King’s College Hos- 
pital, London, late Lieut.-Colonel R.A.M.C.(T.F.), Consulting Sur- 
geon to the Salonica Forces, younger son of Mr. and Mrs. I’. Lee 
Gauntlett, 37, Howard's Lane, Putney, London, 8.W., to Hi'da 
Mary Gerrard, RR.C., late V.A.D. Salonica, eldest daughter of 
Mr. and Mrs. James Gerrard, 24, Hermitage Gardens, Edinburgh. 
At home, Langham sear k peng Place, London, W., on 
Thursday, June 25th, 3.30 to 5.30 p.m. : 
JENKINS—BEBB.—Recently, R. Jenkins, M.R.C.8.(Eng.), 
.R.C.P.Lond., to Nancy (Sister) Bebb, youngest daughter of Mr. 
and Mrs..H. Bebb, Carno, Montgomeryshire, 
McRoBERT—GREGORY.—At Basra, Mesopotamia, on March 4th, 1919, 
by the Rev. H. C. B. Stone, 8.C.F., George Reid McRobert, M. B., 
Ch.B.Aberd., Captain R.A.M.C.(S. R. ), to Catherine Ellen Gregory, 
T.F.N.S: (St. Thomas’s Hospital, London), 


DEATH. 


FaGer. June llth, at Lutterworth, , Herbert William Fagge, 
M.R.C.S., L.8.A., aged 75. 


DIARY FOR THE WEEK. 


Royau roger oF PHYSICIANS, Pall Mall East, S.W.—Tuesday and 
Thursday, p.m., Croonian Lectures by Professor G. Elliot 
Smith, F.R. B: The Significance of the Cerebral Cortex. 

Roya Socrery oF MEDICINE.—Tuesday, 5 p.m., General Meeting of 
Fellows. Thursday, 8.30 p.m., Occasional “Lecture, Dr. Louis 
Sambon: The Sanitation of Tropical Lands (West Indian 
Experience). Section of Dermatology: Thursday, 5 p.m. Cases. 
Section of Disease in Children: Friday, 4.30 p.m. Cases. Dr. Eric 
Pritchard: Abscess of the Liver. 


DIARY OF THE ASSOCIATION. 
Meetings to be Held. 


Date. 


JUNE. 
Metropolitan Counties Branch, Presbyterian Churcl 
House, Upper George Street, Edgware Road, W.1.,4 p.m. 
London: Finance Committee, 2.0 p.m. 
Dundee Branch, Annual Meeting, Dundee, 5 p.m.; Dinner 


7 p.m. 

Kent Branch, Annual Meeting, Chatham; Luncheon 
lp.m.; a 2p.m.; Tea, 4 p.m. ; Meeting, 4.30 p.m. 
Dinner, 6.50 p 

Surrey Meeting, Town Hall 
Luncheon, 1.15 p.m.; Dinner, 6.30 p 

19 Thur. Division, Birmingham 18, Bennett's Hill 
m. 
Darkeneniik Division, Annual Meeting, Southsea, 4 p.m. 


17 Tues. 
18 Wed. 


20 Fri. East Yorkshire Division. Annual Meeting, Hull Roya 

Infirmary, 8.15 p.m. 
Leinster Branch, Annual Meeting, Dublin, 5 p.m.; followa 

by Meetings of "Dublin and East Leinster Divisions. 

24 Tues. Edinburgh Branch, —- Meeting, Edinburgh, 4 p.m. 

Wed. London: Council a. 
<6 Thur. Metropolitan Branch, Annual Meeting, 42¢ 
Strand, W.C.2, at 4.30 p.m. A 
JULY. 
1 Tues. Oxford and Reading Branch, Annual Meeting, Oxford. 
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